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5 Best Glucometers tn India for 
Blood Sugar Control in 2023 


Adequate blood sugar control is vital for 
individuals with diabetes to lead a healthy 
and active life. Glucometers, portable and 
user-friendly devices, are crucial in 
monitoring blood glucose levels at home. With 
numerats antions availahle in the market 
choosing the right glucometer can be 
challenging. In this blog, we present the five 
best glucometers in India for blood sugar 
control in 2023, with BeatO Glucometer 
earning the top spot for its exceptional 
features and accuracy. 
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66 BeatO Glucometer: Accurate 
and Convenient Diabetes 
Management 


Taking the lead on our list is the BeatO Glucometer, a 
State-of-the-art device that stands out for its accuracy 
and ease of use. This compact glucometer provides fast 
and reliable blood sugar readings, helping individuals 
with diabetes confidently track their glucose levels. 


BeatO’s glucometer comes with a user-friendly interface 
and requires only a small blood sample for testing, 
making it suitable for all age groups. 
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xx Medical BeatO 
66 


Key Features: 


e High Accuracy: BeatO Glucometer boasts 
exceptional accuracy, providing reliable 
results that users can trust for managing 
their diabetes effectively. 

Smartphone Connectivity: With the BeatO 
app, users can sync their glucometer data to 
their smartphones, allowing for easy data 
tracking and analysis. 

Cloud Storage: The glucometer data is 
securely stored on the cloud, ensuring users 
can access their historical readings 
whenever required. 

Affordable Test Strips: BeatO offers 


Accu-Chek Active Glucometer: Trusted Brand 
for Reliable Results affordable and high-quality test strips, 
making regular glucose monitoring 
affordable and accessible. 
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OneTouch Select Plus Flex: Simplicity and 
Precision Combined 


The OneTouch Select Plus Flex glucometer 
offers a seamless experience with its 
simple design and user-friendly interface. It 
provides accurate results and allows users 
to customize their glucose monitoring 
based on their specific needs. 


66 Dr. Morepen BG-03 Glucometer: Budget- 
Friendly and Dependable 


66 AccuSure Glucometer: Feature-Packed and 
Reliable 


For those looking for a budget-friendly 
option without compromising on accuracy, 
the Dr. Morepen BG-03 Glucometer is an 
excellent choice. It comes with a large 
display and offers quick readings with 
minimal blood samples. 


The AccuSure Glucometer is equipped with advanced 
features such as pre and post-meal flagging, ketone 
warming, and a memory capacity to store historical 
data. It ensures precision and consistency in blood 
glucose monitoring. 


Read More: 
5 Steps to Control Diabetes with Diet in 2023 04 


5 Wears of can perform up to 
4000 tests 


Compact and Innovative design, 
Easy to carry 


Auto-save readings on app and 
view trends. 


Artificial Intelligence (Al) based 
notifications for high low readings 


Get instant diabetes specialist 
advice 


Instant emergency alerts to doctor 
or family 
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FEATURES OF 
SMART GLUCOMETER 


Beat 


Conclusion: 
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Thanks 


Contact Us 


Health Arx Technologies Pvt. Ltd. 
A-09, Ground and First Floor, FIEE 
Complex, Okhla Industrial Area, 
Phase Il, New Delhi 110020 
Phone : +91 7863023286 


Email : contact@beatoapp.com 


https://www.beatoapp.com/ 


